QUIET-66 COURT-COMFORTABLE 

Located inside City Limits of Vinita, Okla. 
On Highways 66-60-69. 

12 Cottages All Modern 
Steam Heated - Air Conditioned 
Walking distance to Theatres and Cafes. 
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66 Court, 449 S. Wilson, U. S. 60 - 66 - 69, Vinita, Oklo. 








